

THE MUNICIPAL .^REESBRID^E 
7th St. and Chouteau A^e., 

St. "Louis, Mo. 

Cost Six Million Dollars. Dedicated Janu 
1917. Length 2.022 ft. East Railway appro; 
13,3.36 ft. West railway approach 2,900 
East highway approach 6,308 ft. West hi 
way approach 2,408 ft. 
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MUNICIPAL FREE BRIDGE, ST. LOUIS, MO.-33 




